6.  About 7:25 p.m. on June 5, 1984, Satterfield called
the mine office and was advised that Riley had gone home for
the day.  Satterfield then called Riley at home who stated
that he would not go to the mine that late to show Satterfield
the mine map and that Satterfield could see the map at the
mine between 8 a.m. and 4:30 p.m., but Satterfield stated that
he worked the day shift and could not come to the mine between
8 a.m. and 4:30 p.m.  Riley then volunteered to come in early
before the day shift started, but Satterfield said that he
had to leave for work at 6:30 a.m. and could not come to the
mine before work.  Satterfield also noted that he had already
been to the mine between the hours of 8 a.m. and 4:30 p.m.
and had not been able to see the map at that time (Den. 22) ,
Satterfield worked 2 hours overtime about 8 days out of 10 and
did not leave the mine until 6 p.m.  Satterfield also worked
on Saturday and some Sundays.  Satterfield said that if he did
not work overtime, he could leave the mine at 4:30 p.m. and
be at SOCCO's mine by 5:30 p.m. because it takes him an hour
to drive home, but Riley declined to stay an hour late to
show him the map.  Satterfield' s conversation with Riley re-
sulted in an impasse because Riley was unwilling to stay as
much as 1 hour late to show the map and Satterfield could not
come to the mine before 8 a.m. or during normal working hours
extending from 8 a.m. to 4:30 p.m. (Dep. 23-24).

7.  After Satterfield had failed to reach an agreement
with Riley as to a time when he could see the mine map, Sat-
terfield called an MSHA supervisor of inspectors named Raymond
Ash at his home and told him about his previous discussion
with Ron Keaton mentioned in Finding No. 5 above and Ash told
Satterfield that he would have another inspector, Dave Workman,
check into the matter.  Several days thereafter, Satterfield
was told by an inspector named Homer Delovich at Consol's
mine where Satterfield was employed that Workman had indicated
to him that SOCCO would make available to Satterfield the in-
formation he needed (Dep. 28-29).

8.  Relying on Delovich1s statements, Satterfield again
went to SOCCO's mine about 7 p.m. on June 19, 1984.  When
Satterfield told the guard at SOCCO's mine that he wanted to
see the mine map, the guard called someone on the phone and
then advised Satterfieid that John Riley was not on mine
property.  Thereafter, the guard called Riley on the phone
and Satterfield had another conversation with Riley which
again resulted in no agreement as to a time when Satterfield
could see the mine map without having to come to the mine be-
tween the hours of 8 a.m. and 4:30 p.m. (Dep. 26-27).  Satter-
field asked the guard if there was an MSHA inspector on mine
property and the guard checked and found that an MSHA in-
spector named Frank Bowers was at the mine.  Satterfield ex-
plained to Bowers the difficulties he had had in trying toned  by  Durden  on  June   1,   and  without   a   radar   liylit."
